USDA 



United States Depanment of Agriculture LMiv,.™ 

Animal and Plant HaaHh liispeclion Siarvica inspju 


Inspection Report 


WILOKATZEXOTICS 

Customer ID: 39521 


Certificate; 53-C-1013 


Site; 002 


7 COV 11 1 F 

l&0Ci1 MORRIS BRIDGE ROAD 

Tytje; ROJTINE INSPECTION 

THONOTOSASSA. PL 335^2 

Dale; Jan-09-£01£ 


Mq non-compliant iterrts ideniilied during this inspection. 


’*“An exit inler^ylew was conducted WTt^ dhe direct® on 1-9-201 ?. 


LUIS NAVARRO, D V M 


LU IS A N A VAFI RO, D V M USDA, APH IS. Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspect® 6025 
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Jan-0i9-£01£ 


Date: 

Jan-Oi 9 -S 01 £ 
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